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CATALOGUE NUMBER SEVENTEEN 


LIGHTING FIXTURES 





ESTABLISHED 1882 WHERE GUARANTEED LIGHTING FIXTURES ARE MADE INCORPORATED 1890 


“ Biddle-Gaumer Lighting Everywhere Follows the Evening Glow ’’ 


Robert Biddle, President John L.,Gaumer, Vice-President C. Lester Sherman, Jr , Sec y & Treas, 


Forty Years of Successful Business 


BIDDLE-GAUMER COMPANY 
3846-56 LANCASTER AVENUE 


PHILADELPHIA, PA., U.S. A, 


Copyrighted 1924 by Biddle-Gaumer Co. 














BIDDLE ~- GAUMER. COMPANY 





No. 09061—B.-G. Co. 


Length 69 in. over all. 
Extension 12!/4 in. to center of lantern. 
Lantern hexagon 19 in. extreme diameter. 

Wall plate 534 x 161% in. 
Clear plate glass panels 434 x 141% in. 





One of Our Many Designs of Large Exterior Fixtures 
Get Special Catalog 


Illustrating Large Line of Cast and Wrought Lanterns, Bracket Lanterns, Torches and Post Lights 
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No. 015117—B.-G. Co. 


Lantern 414 in. square x 10!4 in. long. 
No. 015118—B.-G. Co. Clear Cathedral glass panels. 
Lantern 12!% in. long. 
Cylinder 4 x 6 in., R. I. glass. 
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No. 015120-—B.-G. Co. No. 015119—B.-G. Co. 
Lantern 7 in. diameter by 10 in. long. Lantern 414 in. square x 11 in. long. 
Globe 414 x 6 in., R. I. glass Clear Cathedral glass panels. 


Lanterns Shown Are for Exterior Use. Made Rigid With Tube Arm and Waterproof Concealed Wireways. 
Wall Plates 414 x 8 in. 
Extensions 6 in. to Center of Lantern. 
Finish: Black, Verde or Bronze Verde. 
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No. 015020—B.-G. Co. No. 015012—B.-G. Co. 
Length 17 in. Extension 6!/4 in. center of lantern. 
Lantern 5 in. square. Wall plate 414 x 8 in. 


Cathedral glass panels. Lantern 5 in. square. 


Cathedral glass panels. 





No. 015018—B.-G. Co. 


Extension 614 in. center of lantern. 


No. 015025—B.-G. Co. 


Wall plate 414 x 8 in. Length 17 in. 
Lantern 534 in. diameter, hexagon. Lantern 534 in. diameter, hexagon. 
Cathedral glass panels. Cathedral glass panels. 


Finish: Black, Verde or Bronze Verde. 
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No. 015024—B.-G. Co. 
No. 015017—B.-G. Co. i 
: y Length 1714 in. 
Extension 61/4, in. center of lantern. R. I. globe 414 x 71% in. 
Wall plate 414 x 8 in. ; . 
R. I. globe 414 x 7!4 in. 





No. 015019—B.-G. Co. 


No. 015026—B.-G. Co. Extension 614 in. center of lantern. 
Length 195 in. Wall plate 414 x 8 in. 
R. I. globe 414 x 6 in. R. I. globe 414 x 6 in. 


Finish: Black, Verde or Bronze Verde. 
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No. 015014—B.-G. Co. 


Extension 614 in. center of lantern. 





No. 015023—B.-G. Co. 


Length 17 in. Wall plate 444 x 8 in. 
Lantern 414 in. square. Lantern 414 in. square. 


Cathedral glass panels. Cathedral glass panels. 





Wn ; Se eaten 
No. 015015—B.-G. Co. Ce =D 
Extension 6!4 in. center of lantern. No. 015022—B.-G. Co. 
Wall plate 4144 x 8 in. Length 17 in. 
R. I. globe 414 x 6 in. 


X. I. globe 414 x 6 in. 


Finish: Black, Verde or Bronze Verde. 
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No. 015027—B.-G. ; 
No. 015016—B.-G. Go. L ; ge me 
: : : engt In. 
Extension 6!4 in. center of lantern. Reem colinder dee 
Wall plate 414 x 8 in. ee arg oo 
R. I. cylinder 4 x 6 in. 





No. 015013=—B-G. Co. 


Extension 614 in. center of lantern. 
Length 17 in. Wall plate 414 x 8 in. 
R. f. cylinder 4 x 6 in. R. I. cylinder 4 x 6 in. 


No. 015021—B.-G. Co. 


Finish: Black, Verde or Bronze Verde. 
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a No. 015156—B.-G. Co. 


Extension 4 in. 
Wall plate 4 x 63% in. 


No. 015157—B.-G. Co. 
Same bracket with 214 in. holder for shades. 
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- # ih t Length 42 in. over all. 
Ae r is Spread 18 in.—% lights. 
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No. 015186—B.-G. Co. 


Length 42 in. over all. 
Spread 10 in. 


Suggested Finishes: 
Swedish Iron with Burnt Brass Trimmings. ° 
Rusty Iron with Burnt Brass Trimmings. 


Hammered Burnt Brass. 
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No. 015155—B.-G. Co. 


Extension 3 in. 
Wall plate 4 x 6! in. 







ow tee tae 


i ain ane 
are 


p ‘y No. 015152—B.-G. Co. 

) 

'r ( Spread 18 in.—% lights. 
‘ \y Length 42 in. over all. 
ny 


- _— - 
od 


—-— 









i a é, 


Wt ese ee, 
eg! 
7 f “ge 


ie ry 





d 


bef 


No. 015187—B.-G, Co. 


Length 42 in. over all. 
Lantern 91/4 in. diameter, hexagon. 
Cathedral glass panels. 


Suggested Finishes: 
Swedish Iron with Burnt Brass Trimmings. 
Rusty Iron with Burnt Brass Trimmings. 
Hammered Burnt Brass. 
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No. 015160—B.-G. Co. 
Extension 33% in. 


Spread 7 in. 
Wall plate 31% x 51% in. 


No. 015150—B.-G. Co. 


Extension 314 in. 
Wall plate 314 x 5% in. 


No. 015149—B.-G. Co. 


Length 44 in. over all. 

Suggested Finishes: Spread 20 in.—5 lights. 
Swedish Iron with Burnt Brass Trimmings, 
Rusty Iron with Burnt Brass Trimmings. 
Hammered Burnt Brass. 
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No. 015179—B.-G. Co. 


Length 11 in. over all. 
Spread 1314 in.—4 lights. 
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% No. 015151—B.-G. Co. 
, Extension 33% in. 
\ Spread 7 in. 
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Wall plate 5 x 8! in. 
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No. 015092—B.-G. Co. 
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Extension 3 in. 
Wali plate 414 x 8 in. 
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Suggested Finishes: 
Swedish Iron with Burnt Brass Trimmings 
Rusty Iron with Burnt Brass Trimmings. 


No. 015185—B.-G. Co. 
Hammered Burnt Brass. 


Length 42 in. over all. 
Spread 9 in.—3 lights. 
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Suggested Finishes: 
Swedish Iron with Burnt Brass Trimmings. 


Rusty Iron with Burnt Brass Trimmings. 





Hammered Burnt Brass. t 
i No. 015168—B.-G. Co. 
f Length 42 in. over all. 
i] Spread 16 in.—%5 lights. 


No. 015162—B.-G. Co. 


Extension 4 in. 
Spread 7 in. 
Wall plate 314 x 5V in. 













No. 015169—B.-G. Co. 


Length 42 in. over all. 
Spread 17 in.—5 lights 


No. 015161—B.-G. Co. 


Extension 3 in. 


Wall plate 314 x 5!'4 in. 
Page Twelve 
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No. 015158—B.-G. Co. g 
Extension 4 in. 
Wall plate 414 x 9VY in. i 
j 





No. 015163—B.-G. Co. 


Extension 234 in. 
Wall plate 1214 x 8 in. 


No. 015172—B.-G. Co. 


Length 42 in. over all. 
Spread 18 in.—5 lights. 
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No. 015159—B.-G. Co. 


Extension 3 in. 


Wall plate 414 x 914 in. 


athe 





No. 015164—B.-G. Co. 


Extension 234 in. 
Spread 334 in. 
Wall plate 1214 x 8 in. 


Suggested Finishes: 


Swedish Iron with Burnt Brass Trimmings. 
Rusty Iron with Burnt Brass Trimmings. 


Hammered Burnt Brass. 
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j} oN { i No. 015107—B.-G. Co. 
2 Jb. S Extension 31/4 in. 
4 WY Spread 714 in. 


Wall plate 4144 x 14 in. 


¢ f' 3 
é Ny N 
é & \ 
é j ) 
é f % t 
4 t 
te 
i ; ' 
é i, i 
A i A 





. : +3 al ies 


No. 015188—B.-G. Co. 


No. 015184—B.-G. Co. 


Length 42 in. over all. 
Spread 10 in. over all—3 lights. 


Length 42 in. over all. 
Clear cylinder 6 x 8 in. 





> Xen : Sod 
No. 016824—B.-G. Co. es 


mae Suggested Finishes: 
Length 42 in. over all. ae 
(@y 

ds 


Swedish Iron with Burnt Brass Trimmings. 
Rusty Iron with Burnt Brass Trimmings. 


Hammered Burnt Brass. 


Spread 16 in.—5 lights. 
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No. 015093—B.-G. Co. eS No. 014991—B.-G. Co. 


Extension 314 in. over all. Extension 41 in, 
Wall plate 4 x 11 in. " Spread 8 in. 
Wall plate 414 x 14 in. 





No. 014382—B.-G. Co. 


Extension 214 in. over all. 
Wall plate 414 x 12 in. 





No. 014153—B.-G. Co. 


Length 42 in. over all. 
Spread 19 in.—6 lights. 


Suggested Finishes: 
Swedish Iron with Burnt Brass Trimmings. 
Rusty Iron with Burnt Brass Trimmings. 


Hammered Burnt Brass. 
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No. 08719—B.-G. Co. 


Extension 31/7 in. 
Wall plate 12 x 4 in. 





No. 0517—B.-G. Co. 


Extension 31/4 in. 
Spread 6 in. 
Wall plate 414 x 9 in. 





Suggested Finishes: 
Swedish Iron with Burnt Brass Trimmings. 
Rusty Iron with Burnt Brass Trimmings. 


Ifammered Burnt Brass. 





No. 0516—B.-G. Co. 


Extension 4 in. 
Wall plate 41 x 9 in. 


No. 0539—B.-G. Co. 


Length 42 in. over all. 
Spread 1714 in.—6 lights. 
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No. 0303—B.-G. Co. 


Extension 6 in. 
Wall plate 444 x 9 in. 
Lantern 414 in. square. 
Amber art glass. 





No. 0304—B.-G. Co. 


Length 24 in. over all. 
Lantern 414 in. square. 
Amber art glass. 


No. 016781—B.-G. Co. 


Extension 41/4 in. 
Spread 6 in. 
Wall plate 5 in. diameter. 


No. 0305—B.-G. Co. 


Length 48 in. over all. 
Spread 15 in.—4 lights. 
Lanterns 414 in. square. 
Amber art glass. 


Finished in Hammered Burnt Brass. 
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No. 09371—B.-G. Co. 


Length 20 in. to holder. 
Shade not furnished. 





No. 010915—B.-G. Co. 


Extension 9 in. 
Wall plate 414 in. diameter. 
Shade not furnished. 
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No. 0542—B.-G. Co. 


Length 42 in. over all. 
Spread 16 in.—6 lights. 


Suggested Finishes: 
Hammered Burnt Brass. 


Rusty Iron with Old Gold Trimmings. 
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No. 012088—B.-G. Co. 


Extension 414 in. 
Wall plate 514 in. diameter. 
Antique color candle. 





No. 010944—B.-G. Co. 


Length 5!4 in. over all. 
Ceiling plate 514 in. diameter. 
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No. 0524—B.-G. Co. 


y Extension 4 in. 
Wall plate 5 in. diameter. 





No. 0550—B.-G. Co. 


No. 014313—B.-G. Co. 


Length 36 in. over all. 
Spread 10 in. over all. 


Length 42 in. over all. 
Clear cylinder 8 x 10 in. 
Two lights. 


Suggested Finishes: 
Swedish Iron with Burnt Brass Trimmings. 
Rusty Iron with Burnt Brass Trimmings. 


Burnt Brass with Verde Trimmings. 


No. 0552—B.-G. Co. 


Length 42 in. over all. 
Lantern 10 in. diameter. 
Clear or Cathedral glass panels. 


Page Nineteen 
























¥ BIDDLE - GAUMER. COMPANY ik 





No. 0527—B.-G. Co. 


Extension 6l/y in. 
Wall plate 5 in. 





No. 0551—B.-G. Co. 


Length 42 in. 
Lantern body 5 x 8 x 7 in. 
Cathedral glass. 





No. 0547—B.-G. Co. 


Length 36 in. 
Lantern 6 in. square. 
Clear or Cathedral glass. 





Suggested Finishes: 
Swedish Iron with Burnt Brass Trimmings. 
Rusty Iron with Burnt Brass Trimmings. 


Burnt Brass with Verde Trimmings. 





No. 01565—B.-G. Co. 


Top 7 in. diameter. No. 0669—B.-G. Co. 

R. I. ball 7 x 314 in. L ; 

ae ength 42 in. 
Finish black or verde. Lantern body 414 x 714 x 7!4 in. 


Cathedral glass. 
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No. 016892—B.-G. Co. 


Length 17 in. over all. 
R. I. cylinder 5 x 8 in. 
Ceiling plate 9 in. diameter. 





No. 0546—B.-G. Co. No. 015075—B.-G. Co. 


Length 42 in. over all. 
Lantern body 8 in. square 
1514 in. long over all. 
Clear glass panels. 


Length 42 in. over all. 
Lantern 8 in. diameter (5 sides). 
Clear glass panels. 


Suggested Finishes: 


Swedish Iron with Burnt Brass Trimmings. 





Rusty Iron with Burnt Brass Trimmings. 


No. 015076—B.-G. Co. 


Burnt Brass with Verde Trimmings. 
Length 18 in. over all. 
Ceiling plate 1014 in. diameter. 
Lantern 8 in. diameter (5 sides). 
Clear glass. 
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No. 016907—B.-G. Co. 


Length 1214 in. over all. 
Spread 12 in.—3 lights. 





No. 016838—B.-G. Co. 


Length 42 in. over all. 
Spread 1214 in.—3 lights. 





No. 014188—B.-G. Co. 


Length 13 in. over all. 
Spread 14 in. 
Tinted imitation parchment panels. 
Suggested Finishes: 


Swedish Iron with Burnt Brass Trimmings. 


Rusty Iron with Burnt Brass Trimmings. 
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No. 017328—B.-G. Co. 


Length 8 in. over all. 
Top plate 16 in. diameter. 
Five lights. 





Suggested Finishes: 
Swedish Iron with Burnt Brass Trimmings. 


Rusty Iron with Burnt Brass Trimmings. 





No. 0652—B.-G. Co. No. 016857—B.-G. Co. 


Length 36 in. over all. 
Body 16 in. diameter, hexagon. 
Real painted parchment. 


Length 36 in. over all. 
Body 12 in. diameter. 
Painted imitation parchment panels. 





No. 015058—B.-G. Co. 


Top 914 in. diameter. 
Length 7!4 in. over all. 
Three lights. 
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No. 016265—B.-G. Co. 


Extension 4 in, 
Spread 8 in. 
Wall plate 4 x 12 in. 





Suggested Finishes: 
Swedish Iron with Burnt Brass Trimmings. 


Rusty Iron with Burnt Brass Trimmings. 





No. 0409—B.-G. Co. No. 016885—B.-G. Co. 


Length 42 in. over all. 


aus 
Spread 11 in. over all. Lengths demgovet all. 


Spread 12 in. over all. 
Three lights. 





No. 015103—B.-G. Go. 


Extension 314 in. 
Spread 7 in. 
Wall plate 414 in. 
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INoO:0775—b Ga Co: 


Length 5 in. over all. 
Ceiling plate 514 in. diameter. 





No. 016911—B.-G. Co. 


Length 11 in. over all. 
Spread 12 in.—3 lights. 


No. 016893—B.-G. Co. 


Length 10 in. over all. 
Spread 11!4 in.—4 lights. 










Suggested Finishes: 
Swedish Iron with Burnt Brass Trimmings. 


Rusty Iron with Burnt Brass Trimmings. 





No. 017059—B.-G. Co. No. 016778—B.-G. Co. 


Extension 6 in. 
Body 914 in. diameter—3 lights. Spread 714 in. 


Length 9 in. over all. 
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No. 015059—-B.-G. Co. 


Length 6 in. over all. 
Ceiling plate 9 in. diameter. 
Three lights. 


Suggested Finishes: : 
Swedish Iron with Burnt Brass Trimmings. 


Rusty Iron with Burnt Brass Trimmings. 





No. 0671—B.-G. Co. 


No. 015079—B.-G. Co. 
Length 42 in. over all. 
Fitter 314 in. 
Etched globe 514 x 914 in. included. 


Length 42 in. over all. 
Lantern 7 in. diameter, hexagon. 
Clear Cathedral glass. 





No. 017100—B.-G. Co. 


Length 18 in. over all. 
Ceiling plate 9 in. diameter. 
Clear antique globe 7 x 10 x 4 in. fitter. 
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No. 0598—B.-G. Co. 


Length 42 in. over all. 
Spread 16 in.—4 lights. 
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No. 013633—B.-G. Co. 


Extension 5 in. 
Spread 7 in. 
Wall plate 334 x 6! in. 











No. 0663—B.-G. Co. 


Extension 5 in. 
Wall plate 334 x 614 in. 










No. 0599—B.-G. Co. 


Length 42 in. over ail. 
Spread 16 in.—5 lights. 


No. 0600—B.-G. Co. 


Same fixture with 214 in. holders for shades. 


Suggested Finishes: 
Swedish Iron with Burnt Brass Trimmings. 


Rusty Iron with Burnt Brass Trimmings. 
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No. 0523—B.-G. Co. 


Extension 314 in. 
Wall plate 5 in. diameter. 
Antique color candle. 





No. 013301—B.-G. Co. 


Length 21 in. over all. 
Spread 16 in. 
Five lights. 





No. 013299—B.-G. Co. 


Length 19 in. over all. 
Spread 17 in. 
Five lights. 





No. 0346—B.-G. Co. 


Extension 314 in. 
Wall plate 434 x 11!4 in. 
Antique color candle. 


Suggested Finishes: 
Swedish Iron with Burnt Brass Trimmings. 


Rusty Iron with Burnt Brass Trimmings. 
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No. 016899—B.-G. Co. 


Length 5!'% in. over all. 
Ceiling plate 5!/ in. 
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No. 0532—B.-G. Co. 


Length 42 in. over all. 
Spread 16 in. 
Antique color candles. 
Five lights. 


j 
3. 
yin? 





No. 0525—B.-G. Co. 


Extension 414 in. 
Wall plate 4144 x 6 in. Length 42 in. over all. 
Antique color candle. Spread 16 in. 
Five lights. 
No. 0531—B.-G. Co. 
Same fixtures with 21/4 in. holders for shades. 


No. 0530—B.-G. Co. 


Suggested Finishes: 
Swedish Iron with Burnt Brass Trimmings. 


Rusty Iron with Burnt Brass Trimmings. 
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No. 015102—B.-G. Co. 


No. 015110—B.-G. Co. Extension 5, in. 


Extension 4/2 in, '{ Wall plate 314 x 814% in. 
Spread 71/4, in. a = 
Wall plate 814 x 3\ in. r 
Ww 





ah y Suggested Finishes: 
‘aby Swedish Iron with Burnt Brass Trimmings. 
** : 


Rusty Iron with Burnt Brass Trimmings. 


e 


No. 015067—B.-G. Co. 


Length 42 in. over all. 
Spread 17 in.—5 lights. 
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No. 0519—B.-G. Co. 


Extension 334 in. 
Spread 7 in. 
Wall plate 6!4 in. diameter. 
Antique mirror back. 


No. 0489—B.-G. Co. 


Extension 4 in. 
Spread 7 in. 
Wall plate 4 x 8/4 in. 


Suggested Finishes: 
Swedish Iron with Burnt Brass Trimmings. 


Rusty Iron with Burnt Brass Trimmings. 


No. 016820—B.-G. Co. 


Length 42 in. over all. 
Spread 19 in.—6 lights. 
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No. 0484—B.-G. Co. 


Length 42 in. over all. 
Spread 18 in.—6 lights. 





No. 0485—B.-G. Co. 
Extension 41/4 in. 


Spread 8 in. 
Wall plate 414 x 14 in. 





No. 015061—B.-G. Co. 


Length 20 in. over all. 
Spread 15 in.—5 lights. 





No. 0518—B.-G. Co. 


Suggested Finishes: Extension 374 in. 
; : Aw Spread 7 in. 
Swedish Iron with Burnt Brass Trimmings. Wall plate 6 in. diameter. 
Rusty Iron with Burnt Brass Trimmings. Antique mirror back. 
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No. 0824—B.-G. Co. 

Length 42 in. over all. q 

Clear cylinder 8 x 10 in. L.) 
Three lights. 

No. 0835—B.-G. Co. 


Length 42 in. over all. 
Spread 11 in—3 lights. 


OHO 





No. 0809—B.-G. Co. 


Extension 4 in. 
Spread 7 in. 
Wall plate 5 in. diameter. 


Suggested Finishes: 
Swedish Iron with Burnt Brass Trimmings. 


Rusty Iron with Burnt Brass Trimmings. 





Burnt Brass. 





No. 014368—B.-G. Co. 
No. 014369—B.-G. Co. 


Extension 4 in. 
Extension 5 in. Spread 7 in. 
Wall plate 5 in. diameter. Wall plate 5 in. diameter. 
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No. 016255—B.-G. Co. 
Extension 4 in. 
Spread 6)/7 in. 

Wall plate 514% in. diameter. 
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No. 013320—B.-G. Co. 


Length 60 in. over all. 
Lantern 13 in. diameter, hexagon. 
Cathedral glass panels. 





Suggested Finishes: 
Swedish Iron with Burnt Brass Trimmings. 
Rusty Iron with Burnt Brass Trimmings. 

No. 013848—B.-G. Co. 


Length 60 in. 
Spread 24 in. 
6 lights outside—6 lights in bowl. 
White or amber art glass bowl 20 in. diameter. 
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No. 012586—B.-G. Co. 


Extends 334 in. 
Spread 6!) in. 
Wall plate 1214 x 4 in. 


Suggested Finishes: 
Swedish Iron with Burnt Brass Trimmings. 
Rusty Iron with Burnt Brass Trimmings. 


Burnt Brass with Verde Trimmings. 





No. 012995—B.-G. Co. 
No. 013190—B.-G. Co. 


Length 48 in. over all. 
Lantern 10!4 in. diameter, hexagon. 
Three lights. 

Clear glass panels. 


Length 60 in. over ail. 
Spread 13 in. over all. 
Lantern 10 in. diameter, hexagon. 
Three lights. 

Cathedral glass panels. 
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& No. 0549—B.-G. Co. 
4/ Extension 6 in. 
Lantern 6 in. diameter. 


Length 171% in. over all. 
White or amber glass. 





No. 014770—B.-G. Co. 


Length 60 in. over all. 
Lantern 10 in. diameter. 


No. 017149—B.-G. Co. 
Length 48 in. over all. 
Spread 18 in.—7 lights. 
Lantern 1014 in. diameter. Spread 12 in. over all. 
Cathedral glass panels. Cathedral glass. 
Suggested Finishes: Three lights. 


Swedish Iron with Burnt Brass Trimmings. 
Rusty Iron with Burnt Brass Trimmings. 


Burnt Brass with Verde Trimmings. 
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No: 017326—B.-G. Go, 


Length 20 in. over all. 
Extension 61/4, in. 
Lantern 9 in. diameter, hexagon. 
Cathedral glass panels. 


de, 





No. 014658—B.-G. Co. 


Length 42 in. over all. 
Lantern 11 in. diameter, hexagon. 
Cathedral glass panels. 





No. 014697—-B.-G. Co. 


Length 26 in. over all. 
Lantern 10 in. diameter, hexagon. 
Extension 10 in. 
Cathedral glass panels. 


Suggested Finishes: 
Black or Verde for Exterior. 
Pompeian Verde for Exterior, Add 10%. 
Swedish Iron and Brass for Interior, Add 20%. 
Rusty Iron and Brass for Interior, Add 20%. 
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No. 08619—B.-G. Co. 


Length 21 in. 
Lantern 6 x 9 x 9 in., hexagon. 
Cathedral glass sides and bottom. 





No. 014975—B.-G. Co. 
Length 30 in. over all. 
Extension 814 in. 
Lantern 13 in. diameter, octagon. 
Cathedral glass. 


Suggested Finishes: 
Black or Verde. 
Pompeian Verde with Burnt Brass Trimmings, 


Add 10%. 


a4 AE A RE AE A A Rat 


No. 016024—B.-G. Co. 


Length 32-in. over all. 
Extension 14 in. 
Lantern 12 in. diameter, hexagon. 
Cathedral glass. 
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No. 016718—B.-G. Co. 


Extension 6 in. 
Length 111% in. over all. 
Clear fresnel glass cylinder. 
Lantern 414 in. diameter. 


Finish: Polished Brass. 





Neo. 016236—B.-G. Co. 


Extension 6!/2 in. 
Lantern 6 in. diameter. 
Clear fresnel glass cylinder. 
Wall plate 414 x 8 in. 
Finish: Black or Verde. 





No. 016237—B.-G. Co. 


Length 24 in. over all. 
Lantern 6 in. diameter. 
Clear fresnel glass cylinder. 
Finish: Black or Verde. 





No. 9294—B.-G. Co. 


No. 08970—B.-G. Co. Length 17 in. over all. 


Extension 514 in. Lantern 71/4, in. diameter. 
R. I. cylinder 4 x 6 in. Clear glass cylinder. 
Wall plate 6 in. diameter. Brass metal. 
Finish: Black or Verde. Finish: Old Brass. 
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No. 09407—B.-G. Co. 


Extension 6 in. 
Length 19 in. over all. 
Hexagon lantern 7!4 in. diameter. 
~ Cathedral glass. 


No. 016041—B.-G. Co. 


Length 15 in. over all. 
Lantern 5 in. square. 
Extension 43% in. 
Cathedral glass. 


: snmseiianaiaeae ae 





No. 010956—B.-G. Co. 


Length 24 in. over all. 
Lantern 714 in. diameter, hexagon 
Cathedral glass. 


No. 09295—B.-G. Co. 


Length 18 in. 

Hexagon lantern 614 in. diameter. 
Cathedral glass. 

Glass and door in bottom. 





Finished in Black or Verde. 
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No. 0916—B.-G. Co. 


Extension 6 in. 


Lantern 714 x 4 x 6l4 in. 
Wall plate 434 x 8 in. 
Cathedral glass. 

No. 0786—B.-G. Co. 
Length 18 in. over all. 
Lantern 714 x 4 x 614 in. 
Cathedral glass. 


No. 016035—B.-G. Co. 


Extension 4! in. over all. 
Wall plate 914 x 11 in. 
Cathedral glass. 





No. 016038—B.-G. Co. No. 0920—B.-G. Co. 
Length 15 in. over all. ‘ : Extension 6 in. 
Extension 43% in. Finished in Black or Verde. Lantern 714, in. diameter, hexagon. 
Lantern 5 in. diameter, hexagon. Wall plate 434 x 8 in. 
Cathedral glass. R. I. glass. 
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No. 011429—B.-G. Co. 


Extension 5 in. 
R. I. globe 6 x 5/4 in. 
Wall plate 5'/ in. diameter. 
Length 17 in. over all. 






No. 0918—B.-G. Co. 


Extension 6 in. 
Wall plate 434 x 8 in. 
R.... ball e304 oe 





No. 010236—B.-G. Co. 


Extension 6l4 in. 
Length 26 in. over all, 
Wall plate 634 in. diameter. 
R. I. ball 10 x 4 inches. 






No. 07756—B.-G. Co. 


Extension 614 in. 
Length 23 in. over all. 
R. I. ball 8 x 4 in. 


Finished in Black or Verde for Outside Use. 
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No. 09215—B.-G. Co. No EAS OE 1% | / 


Length 30 in. over all. 
Extension 8 in. 
Wall plate 714 in. diameter. 
Rel balla 2s 5) in, 


2 






No. 011357—B.-G. Co. 


Length 30 in. over all. 
Lantern 10 in. square. 
Extension 8 in. 
Cathedral glass. 


INO. 011302—=Bi-GaGo: 


Extension 714 in. 
Lantern 814 in. diameter, hexagon. 


Wall plate 7 in square. 
Fun leno lass 


Finished in Black or Verde for Outside Use. 
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No. 09182—B.-G. Co. 


Length 28 in. over all. 
Extension 11! in. 
Wall plate 8 x 15 in. 
Releballl4 x Gan, 





No. 013669—B.-G. Co. 


Length 39 in. over all. 
Extension 111/42 in. 
Lantern 1514 in. diameter, hexagon. 
Wall plate 8 x 15 in. 
Cathedral glass. 


No. 09887—B.-G. Co. 


Length 25 in. over all. 
Extension 11) in. 
Wall plate 8 x 15 in. 
Rod tballet4 = Guin: 


Finished in Black or Verde for Outside Use. 
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No. 09050—B.-G. Co. No. 07716—B.-G. Co. 


Height 50 in. over all. 
Base 10 in. square. 
Column 4 in. square. 
Reclssballei2, x. ecine 


Height 48 in. over all. 
Base 10 in. diameter. 
Column 3 in. diameter. 


Ree ee palliel 2 eecion ine 





No. 08200—B.-G. Co. 


Height 47 in. over all. 
Base 12 in. square. 
R. I. ball 12 x 6 in. 


Finish: Black or Verde for outside use. 
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No. 012395—B.-G. Co. 


Height 20 in. over all. No. 010111—B.-G. Co. 


5 | & als ° ‘ 
Base 1414 in. across: flats. Feehenie tae al 
R. I. ball 14 x 6 in. é : 
Base 11 in. square. 


Ree bali Osa eine 








No. 8900—B.-G. Co. 


Height 19 in. over all. 
Base 1414 in. across flats. 


IR, Th, lopli Wey se G stay 


Finish: Black or Verde for outside use. 
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No. 07514—B.-G. Co. 


Height 24 in. over all. 
Lantern body 12 in. square. 
Base 91/ in. square. 


R. I. or Cathedral glass. No. 011684—B.-G. Co. 


Height 34 in. over all. 
Lantern body 15 in. diameter. 
Scrolls at base 22 in. spread. 

R. I. or Cathedral glass. 


No. 011685—B.-G. Co. 


Height 28 in. over all. 
Lantern body 12 in. square. 
Scrolls at base 24 in. spread. 

R. I. or Cathedral glass. 


Finished in Black or Verde for outside use. 
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| 
Number | Fixture | Page Number | Fixture | Page Number | Fixture | Page 
8900 | Post Light 46 09887 Cost Bracket 44 015103 | Bracket 24 
9294 Bracket Lantern | 39 010111 Post Light 46 015107 Bracket 14 
0303 Bracket | ae 010236 | Torch Bracket 42 015110 Bracket 30 
0304 | Lantern Le. 010915 Bracket 18 015117 _ Bracket Lantern | 3 
0305 | Chandelier Ve ale 010944 Ceiling Light 18 015118 Bracket Lantern fies: 
0346 | Bracket \ 9%s 010956 Lantern 40 015119 _ Bracket Lantern | 3 
0409 Pendant | 24 011302 | Bracket Lantern | 43 015120 Bracket Lantern / 3 
0484 Chandelier ee 011357 _ Bracket Lantern | 43 015149 Chandelier | 10 
0485 | Bracket 32 011429 Bracket Lantern | 42 015150 Bracket | 20 
0489 | Bracket 31 011684 Post Lantern 47 O15151 | Bracket yee ot bk 
0516 | Bracket | 16 011685 Post Lantern 47 015152 | Chandelier | 9 
0517 | Bracket Vacs 012088 | Bracket 18 015153 Chandelier 8 
0518 | Bracket 32 012395 | Post Light 46 015154 Chandelier 8 
0519 Bracket 31 012586 Bracket 35 O15155 Bracket 9 
0523 Bracket 28 012995 | Lantern 35 015156 Bracket 8 
0524 | Bracket 19 013190 Lantern 35 015157 Bracket 8 
0525 Bracket (eo 013299 Ceiling Light 28 015158 Bracket 13 
0527 | Bracket 20 013301 Ceiling Light 28 015159 Bracket 13 
0530 Chandelier | ae) 013320 Lantern 34 015160 Bracket 10 
0531 Chandelier 29 013633 Bracket Dl 015161 Bracket 12 
0532 Chandelier 29 013669 | Bracket Lantern 44 015162 Bracket 12 
0539 Chandelier 16 013848 Chandelier 34 015163 Bracket 13 
0542 Chandelier 18 014153 Chandelier 13 015164 Bracket 2 
0546 Lantern 21 014188 Ceiling Light 22 015168 Chandelier 12 
0547 Lantern ete 014313 | Pendant 19 015169 Chandelier ie 
0549 Bracket 36 014368 Bracket 33 015172 Chandelier 13 
0550 Lantern 19 014369 Bracket $3 015179 Ceiling Light ii 
0551 Lantern 20 014382 Bracket 15 015184 Pendant 14 
0552 Lantern 19 014658 Lantern 37 015185 Pendant 11 
0598 Chandelier 27 014697 Bracket Lantern 37 015186 Pendant 8 
0599 Chandelier mg) 014770 Lantern 36 015187 Pendant 2 
0600 | Chandelier 27 014975 | Bracket Lantern 38 015188 Lantern 14 
0652 Ceiling Light 23 014991 | Bracket 15 016024 Bracket Lantern 38 
0663 Bracket 27 015012 Bracket Lantern 4 016035 Wall Pocket AS 
0669 | Lantern 20 015013 Brackets lantern 7 016038 Bracket Lantern 41 
0671 _ Lantern | 26 015014 Bracket Lantern 6 016041 Bracket Lantern 40) 
0775 — Ceiling Light | 5; 015015 Bracket Lantern 6 016236 | Bracket Lantern 39 
0786 _ Lantern | ea 015016 _ Bracket Lantern 7 016237 Lantern 39 
0809 _ Bracket 33 O15017 | Bracket Lantern 5 016255 Bracket 34 
0824 Lantern i 2s 015018 Bracket Lantern 4 016265 Bracket 24 
0835 Ceiling Light 33 015019 Bracket Lantern | 5 016718 Bracket Lantern 3) 
0916 Bracket Lantern 41 015020 | Lantern | 4 016778 Bracket 25 
0918 Cast Bracket | 42 015021 Lantern 4 016781 Bracket 17, 
0920 | Bracket Lantern 41 015022 Lantern 6 016820 Chandelier 31 
01565 Ceiling Light 20 015023 Lantern 6 016824 Chandelier 14 
07514 Post Lantern 47 015024 Lantern 5 016838 | Chandelier 22 
07716 Standard [2s 015025 Lantern / 4 016857 Pendant | 23 
07756 | Torch Bracket 42 015026 | Lantern 5 016885 _ Pendant |) 24 
08200 | Standard 45 015027 | Lantern 7 016892 Ceiling Light 21 
08619 | Lantern 38 015058 Ceiling Light 23 016893 Ceiling Light hea 
08719 Bracket 16 015059 Ceiling Light 26 016899 Ceiling Light 29 
08970 Bracket Lantern 39 015061 | Ceiling Light 32 016907 Ceiling Light 22 
09050 | Standard 45 015067 | Chandelier 30 016911 | Ceiling Light 25 
09061 Bracket Lantern 2 015075 Pendant 21 017059 | Ceiling Light 25 
09182 Cast Bracket 44 015076 Ceiling Light 21 017100 Ceiling Light 26 
09215 Torch Bracket 43 015079 Pendant 26 017149 Chandelier 36 
09295 Lantern | 40 015092 _ Bracket 11 017326 Bracket Lantern 37 
09371 | Pendant 18 015093 Bracket 15 017328 Ceiling Light 23 
09407 Bracket Lantern 40 015102 Bracket 30 
































GENERAL INFORMATION 
LENGTHS specified are cver all. (Fixtures will be shipped regular lengths unless ordered otherwise.) 
EXTENSIONS—Wall to center of Lantern or Electric Lights (except as noted). 
SPREADS—Center to center of Electric Lamps (except as noted). 


FINISHES—For exterior use fixtures should be finished in Black, Verde or Bronze Verde. (Get quotation for Copper Metal.) 
For interior use any of our regular Finishes. (See “Suggested Finishes.’’) 














